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SECRET 


headquarters 

DEPARTMENT OF THE ARMY 
OFFICE OF THE CHIEF SIGNAL OFFICER 


*ARMY Declass/Release 
Instructions On File* 


SIGNAL COMMUNICATION PLAN 2-62 
(SHORT TITLE: SIGCCMP 2-62) 




DECEMEER 1962 


Inclosure No. 1 


DOWNGRADED AT 3 YEAR INTERVALS; 
DECLASSIFIED AFTER 12 YEARS. 
DOD DIR 5200.10 
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